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N INTEODUCTION 


&4s opposed to the manual transfer of a screen$ picture to the 
1520 using the SCREEN-TO-PLOTTER utility, PIC-PLOT can auto-— 
matLically do a user selected single color 1X sise screen dump 
Cplotted sise approx. 2” X 1 3/8”; of a 22 rou X 32 column 
screen or a 2X sise dump cCplotLted sise ap rox, a 3/4” X 2 3/4”? 
of a 22 rou X 30 column screen uith selection of separate vert. 
and horis, plot line colors. A& colored, auto-centered, multi- 
line subtLitle or caption can be printed belou a screen dump. 


THE PROGRaI 


PIC-PLOT loads in three parts & then auto-runs, The 1520 should 
remain OFE until you are notified to turn it. ON at, the program”?s 
start, PIC-PLOT is very friendly and can probably be used uith- 
out, reading tLhe follouing description summary of the screen 
prompts, but for those uho feel better knouing uhat, they uill 
encounter, please read on. 


€LOADING PROCEDURE: 

The first prompt léis see is the notLificatLion to turn OFF the re- 
corder, to turn ON the 1520, and to press any key to continue. 
IL is VERY important that the 1520 be turned ON only after the 
screen noLificaLion and that it, im alloued to make it”s four 
colored boxes before pressing a key to continue. 


€LOARDING &4 SCREEN$2 

The screen$ load BUSRE: amks for a screen$ name to be entered, 
Press ENTER to load the first screen$ found on the tape. If a 
loading error occurs during a screen$ load, you are advised: to 
try to load Soaih or to pi the break Ccaps shiftL7BREAK) key. 
Guickly pressing BREAK uill return you to the [ €A5SNOTHEKR COPY 
€L308D SCREEN$ €T53ITLE €0523UIT ] menu. 


€1X / 2X DUNP5: 

Thig promptL is une'e you choose to doa singie color iX sise 
dump of a 22 row X 32 co1, screen, uhere each ”on” screen pixel 
becomes a single step horis, movement, of the plotter pen; or to“ 
plot out, a bi-colocred 2X sise dump of a 22 rou X 30 col, screen, 
uhere each ”on” imsolated pixel or scoie of ”on” pixels are i 
bounded by both vert., and horisx. á ot, line traces, Because of 
harduare plot uidth limitations, the 2X IE has to exclude 
picture information in the first and last character columnsae, 


€PLOT LINE COLOKR2 

The promptCs) to select the single color for a 1X dump or tuo 
colors (Cvert,/horixs.,) for a 2X dump follou the choice of dump 
sise, The screen dump process Jjegins immediately follouing color 
selecLion, Hold the space bar doun to stop a screen dump. 


€8NOTHER COPY, LOAD SCREEN$, TITLE, GUIT5:2 

Choosing €842NOTHER COFY uill take you to the dump sise Frahba 
uhere you can cuaaga dumpg sise / color€s) before making another 
CoPyY. Choose €L508D SCREEN$ to load a neu picture, €0g2uit, uill 
reLurn Lára to B&ASIC & is the only uwuay out, of the ERREROR-trapped 
PIC-PLOT basic program. 


€TITLE2 

Upon completion of a screen dump, you may vuant, Lo give your 
picture an auto-centered subtitle or caption. You must, first 
select a color and then enter the title or captLion, You may have 
as many lines as you uant, Cby repeatedly choosing £€T2ITLE)2, but 
each line entered must, be less than 40 characters long. 


8 C8&UTION 


2X -mcreen dumps of complex pictures, KAoú sisi those composed 
of lots of isolated single pixels, can ÁLake as long as a half 
hour to plot. Since the pen driver motors and pen up/doun 
solenoid can become guite uarm after such a rolonged period of 
use, it, ie advised that, he computer and plotter be turned off 
and allowed to cool before plot ag anotLher picture, Several 1Xx 
and simple 2X dumps may be made before a coo ing period. 


PIC-PLOT”s machine code was compiled with NovelSoft”s TIMACHINEÓ 
I will provide a tape of the basic program that was compiled 
into m.c. to any previous purchaser of PIC-PLOT “for $5.00 ppd. 


